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Message Text 

UNCLASSIFIED 

PAGE 01 NOUAKC 02508 28I0I0Z 
ACTION OES-09 

INFO OCT-OI AF-IO ISO-00 SOE-02 AID-05 CEA-01 CIAE-00 
COME-00 DODE-00 EB-08 DOE-15 H-02 INR-10 INT-05 
L-03 NSAE-00 NSC-05 OMB-01 PM-05 ICA-20 SP-02 
SS-15 STR-07 TRSE-00 ACDA-12 /138W 

124516 281307Z/53 

R281000Z AUG78 
FM AMEMBASSY NOUAKCHOTT 
TO SECSTATE WASHDC 300 

UNCLAS NOUAKCHOTT 2508 

PLEASE PASS TO CERILE LEDSKY, OES/NET 

E.O. 11652: N/A 

TAGS: ENRG, TECH, LDC, MR 

SUBJ: COST OF ELECTRICAL PRODUCTION USING CONVENTIONAL ENERGY 
SOURCES 

REE: STATE 210477 

1. MAURITANIA'S NATIONALIZED ELECTRIC COMPANY, SONELEC 
(NATIONAL WATER AND ELECTRICITY COMPANY), SELLS ELECTRICITY TO 
HOMES AND OEFICES IN NOUAKCHOTT EOR 166 MILLS (RPT 166 MILLS) 

PER KWH. ONLY SOURCES ARE DIESEL POWERED MOTORS. 

2. ANSWERS KEYED TO REETEL PARA TWO: 

A. RANGES FROM ZERO TO FIFTEEN KILOMATERS. 

B. FOUR THOUSAND, SIX HUNDRED ANS SIXTY. 

C. UNKNOWN; SIX POINT SIS PERCENT. 

E. NOT AVAILABLE. 

3. FOLLOWING RELATED INFORMATION ALSO AVAILABLE: 

A. 1977 PRODUCTION IN NOUAKCHOTT: 24,992,300 KWH. 

B. 240 GRAMS FUEL TO PRODUCE ONE KWH. KRYZA 

UNCLASSIFIED 
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Control Number: n/a 
Copy: SINGLE 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 
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Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780351-0016 

Format: TEL 
From: NOUAKCHOTT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978081 7/aaaaaojm.tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message I D : 1 1 1 6f25a-c288-dd 1 1 -92da-00 1 cc4696bcc 

Office: ACTION OES 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 
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Page Count: 1 
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Previous Classification: n/a 
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Review Release Event: n/a 
Review Transfer Date: 
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Secure: OPEN 
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